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Health Certificate 
Novel Coronavirus test 2019 


This certificate has been granted to the person upon their personal 


pee 


Ait) / inal S51 55 
Ansett) dol) akad pits 
Republic of Iraq 
Ministry of Health/Environment 
Directorate of Popular Medical Clinics 


ce Agana bgi 


Aail) Lig 9S Cui g ld dois gaai 


Ce Aad g “gains os) Oga, Gadd Aue) le eli bagil ode Gis i sd 


request to whom it may concern and MOH is not responsible for any ailli deat 


consequences resulting from this 


Full Name | 


JEON SANGUK = Jats) au! 


Gender - Age Male -31 pedi 


Registration No. 158296 Saale af 


Passport / ID No. M19025126 Ady xl) iät 5) gall ad 


Sample Collection Time 28-Aug-2022 iaai aiu 28 g 


Nationality KOR paill 


A negative result does not mean not suffering from Covid 19 disease åa giti Lain dól ge 9! 19 É (yr pas Alia ad gii Y Auta) iaith 
or its consequences, while a positive result means effective infection Aaiuall UGS oug i Aula) 9 asl iliti uay ey ia gal š 
with the disease and infection with the emerging SARS-Cov.19, adl 9! iaa and 4 yall tilly Agel) Alot) Jos) Gey 


medical examination and patient medical history must be correlated 


(2019-nCOV) 4244 yaad 

2 yal laad ai ab ode} gaiid dace ol S93 
(Covid-19) 4454: ( real time-PCR ) 
AGS aual dati gba 


SWAB test (2019-nCoV) 


WE CERTIFY THAT A SWAB from THIS PERSON 
is tested for COVID-19 BY (real time-PCR) , 
Result interpretation is 


Negative Glass 


NO 2019 Novel Coronavirus (2019-nCov) RNA was detected in the specimen ,and the concentration 
was lower than the sensitivity of the kit 


scan the Qr code by mobile camera app to check report validity 


Travel date changes is not out responsibility 


Director 


HUSSAIN HAFEDH ALOMRAN 


M.sc. Microbiologist & Immunity 
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Authorization 


pad) ga at Ad) ol) Aaa) adn! Gas - 07849170800 - : Jya aly - uiiu 
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